THE PSYCHO-ANALYTIC  STUDY  OF THE  FAMILY

family belong to the most intimate and fundamental part of
Man's spiritual nature. If we are to understand this nature
and to control and mould it wisely in order that we may
achieve those ends in life which seem to us desirable, it is
very necessary that we should have a full and accurate
knowledge of the way in which the mind is influenced by, and
in its turn reacts upon, the forms, circumstances and conditions
of the human family. It is this which makes the subject of this
little volume one of such supreme importance.
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